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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 071873 
ORIGIN EUR- 12 

INFO OCT-01 ISO-OO EPA-04 OES-06 ERDA-07 /030 R 

DRAFTED BY EUR/RPM :AKKORKY 
APPROVED BY EUR/RPM :AKKORKY 
EPA:FAHARRIS 

012149Z 017153/62 

R 011718Z APR 77 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON 
INFO USMISSION NATO 

UNCLAS STATE 071873 

E.O. 11652:N/A 
TAGS: CCMS, ENRG 

SUBJECT: CCMS: RATIONAL USE OF ENERGY DATA BASE MEETING, 

OXFORD, APRIL 18-20, 1977 

1 . REQUEST EMBASSY CCMS OFFICER PASS FOLLOWING MESSAGE TO: 

MR. T. A. DICK 

DIRECTOR 

CHEMICAL DIVISION 

DEPARTMENT OF THE ENVIRONMENT 

ROOM C-5 

TWO MARSHAM STREET, LONDON SWIP 3EB UK 

MR. J. REID 

SENIOR MEDICAL OFFICER 

DEPARTMENT OF HEALTH & SOCIAL SECURITY 

ELEPHANT AND CASTLE, LONDON SE 1 UK 

2. US ORGANIZERS OF OXFORD MEETING WISH TO INVITE BOTH 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 071873 

MR. DICK AND MR. REID TO WORKING LUNCH ON APRIL 18. 

SEVERAL MEMBERS OF FRG DELEGATION WILL ATTEND. I HOPE THAT 
YOU BOTH WILL BE ABLE TO COME. DOUGLAS HARVEY, PILOT STUDY 
DIRECTOR, ERDA, WASHINGTON. 


CHRISTOPHER 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


UNCLASSIFIED 


NNN 
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